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9203230300 Part 21 re cracked piston castings received from ACME Foundry.Fairbanks
Morse & General Casting.Magnetic particle insp of all pistons will be performed.Ust of
affected plants encl.

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 5pp. 61103:314-61103:318.

T. Hearing transcripts on non-antitrust matters

9203060087 Corrected pages to 920212 transcript re Farley.

DONOVAN.S.K. Commissioners (Post 750119). 92/02/12. 5pp. 60867:018-60867:022.

9202240224 Transcript of 920213 hearing in Bethesda,MDPp 444-575.

*  Atomic Safety & Licensing Board Panel. #192 12655. 92/02/13. 155pp. 60744:050-
60744:204.

9202240226 Transcript of 920218 hearing in Bethesda,MO.Pp 658-783.

*  Atomic Safety & Licensing Board Panel. #192 12657. 92/02/18. 150pp. 60743:181-
60743:330.

9203040321 Corrected Pages 787 & 788 containing list of exhibits from transcript of

920219 hearing in Bethesda.MD.

* Atomic Safety & Licensing Board Panel. 92/02/19. 2pp. 60840:247-60840:249.

9203040323 Corrected Pages 967,968,968A,1197,1198,1199 & 1200 from transcript of

920220  hearing in Bethesda,MD containing list of exhibits & testimony of Hancock.

*  Atomic Safety & Licensing Board Panel. 92/02/20. 7pp. 60840:252-60840:259.

9203170105 Forwards rebuttal testimony of NRC.Board & util.Floppy disks end per
920224 order.W/Certificate of Svc.Related correspondence.

HOLLER.E. Office of the General Counsel (Post 860701). #192 12690. 92/03/13.
BOLLWERK.G.P., MORRIS.PA, CARPENTER.J.H. Atomic Safety & Licensing Board
Panel. 353pp. 60927:034-60929:085.

-9203170237 Rebuttal testimony of JG Luehman & PC Shemanski on behalf of NRC
Staff concerning enforcement.* Related correspondence.

LUEHMAN.J.G. Ofc of Enforcement (Post 870413). SHEMANSKI.P.C. License Renew-
al Project Directorate (Post 901216). 92/03/13. 32pp. 60927:038-60927:069.

-9203170246 Rebuttal testimony of JG Luehman,N Merriweather.CJ Pautk & H Walker
on behalf of NRC Staff concerning V-type tape splices.* Related correspondence.
LUEHMAN.J.G. Ofc of Enforcement (Post 870413). MERRIWEATHER.N. Region 2
(Post 820201). PAULK.CJ. Region 4 (Post 820201). 92/03/13. 23pp. 60927:070-
60927:092.

-9203170260 Rebuttal testimony of JG Luehman.CJ Paulk & H Walker on behalf of
NRC Staff concerning 5-to-1 tape splices.* Related correspondence.
LUEHMAN,J.G. Ofc of Enforcement (Post 870413). PAULK.C.J. Region 4 (Post
820201). WALKER.H. Plant Systems Branch. 92/03/13. 9pp. 60927:093-60927:101.

-9203170265 Rebuttal testimony of RC Wilson on behalf of NRC Staff concerning
Chico A/Raychem Seals.* Related correspondence.
WILSON.R.C. Vendor Inspection Branch. 92/03/13. 21pp. 60927:102-60927:122.

-9203170291 Rebuttal testimony of MJ Jacobus & JG Luehman on behalf of NRC Staff
concerning terminal blocks.* Related correspondence.

LUEHMAN.J.G. Ofc of Enforcement (Post 870413). JACOBUS.M.J. Sandia National
Laboratories. 92/03/13. 53pp. 60927:123-60927:175.

-9203170296 Rebuttal testimony of W Levis on behalf of NRC Staff concerning Limitor-
que operators.* Related correspondence.
LEVIS.W. Centerior Energy. 92/03/13. 6pp. 60927:176-60927:181.

-9203170299 Rebuttal testimony of W Levis on behalf of NRC Staff concerning gems
level transmitters/ Related correspondence.
LEVIS.W. Centerior Energy. 92/03/13. 6pp, 60927:182-60927:187.

-9203170302 Rebuttal testimony of CJ Paulk & JG Luehman on behalf of NRC Staff
concerning premium RB grease in fan motors & room coolers.* W/two oversize ends.
PAULK.C.J. Region 4 (Post 820201). LUEHMAN.J.G. Ofc of Enforcement (Post
870413). 92/03/13. 280pp. 60927:188-60929:085.

V. Operator Examinations

92030S0193 Notification of contract execution.task order 137,to "Technical Assistance
to Support Licensing Activities" to "Reactor Operator Licensing Initial Exams.Farley
Nuclear Power Plant." ContractonSonalysts.lnc.

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
24. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60806:348-60806:352.

-9203050195 Ltr contract NRC-03-89-031 .task order 137,t9 "Technical Assistance to
Support Licensing Activities" to "Reactor Operator Licensing Initial Exams.Farley Nu-

SCOTT?MeL Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
20. PETERSEN.LR. Sonalysts, Inc. 4pp. 60806:349-60806:352.
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F. Security, medical, emergency & fire protection plans

9203030072 Forwards rept of changes to Physical Security Plan.per 10CFR73.56.Rept

BECKHAM.JJ. Georgia Power Co. 92/02/24. Document Control Branch (Document
Control Desk). 2pp. 60782:301-60782:302.

9203030158 Temporary rev 6 to 73EP-EIP-001-OS, "Emergency Classification & Initial
Actions " Change to be permanent when rev 7 issued.
BECKHAM.J.T Georgia Power Co. 92/02/26. 4pp. 60802:016-60802:019.

9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire

BECaKHAIvu|S'Georgia Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 2pp. 60950:106-60951:088.

-9203110051 Rev 7B to El Hatch Nuclear Plant,Units 1 & 2 Fire Hazards Analysis Rept.
* Georgia Power Co. 92/02/29. 36pp. 60951:053-60951:088.

9203160067 Markup & typed version of emergency plan.Page H-3,c!arifying description
of HVAC sys for emergency operation facility. W/ 920306 Itr.
BECKHAM.J.T. Georgia Power Co. 92/03/06. 5pp. 60968:331-60968:335.

9203190112 Rev 3 to Emergency Implementing Procedure 73EP-EIP-004-OS, "Duties of
Emergency Director." W/92031 1 Itr.
BECKHAM.J.T. Georgia Power Co. 92/03/11. 9pp. 60990:297-60990:305.

9203200176 Rev 12 to "EM Hatch Nuclear Plant Units 1 & 2 Emergency Plan." W/
92031 1 Itr.
BECKHAM.J.T. Georgia Power Co. 92/03/11. 245pp. 61094:001-61094:283.

9203230020 Forwards data point library & plant attribute library.per Rev 1 to NUREG-
1394 as part of emergency response data sys.

BECKHAM JT Georgia Power Co. 92/03/11. Document Control Branch (Document
Control Desk). 65pp. 61104:192-61104:266.

9203240160 Forwards changes to security training & qualification plan. Changes reflect
compliance w/requirements of 10CFR73.56,as clarified by Reg Guide 5.66 (June
1991).Changes withheld.

HAIRSTON.W.G. Georgia Power Co. 92/03/18. Document Control Branch (Document
Control Desk). 2pp. 61 1 07:353-61 1 07:354.

9203280151 Advises that emergency response data sys implementation plan provides
basis for acceptable implementation at plant.

JABBOUR.K.N. Project Directorate II-3. 92/03/23. BECKHAM.J.T. Georgia Power Co.
2pp. 61093:170-61093:171.

J. Insurance & indemnity information

9203310241 Provides site property damage insurance coverage for plant. Level of cov-
erage maintained in excess of that required by 10CFR50.54.

HAIRSTON.W.G. Georgia Power Co. 92/03/26. Document Control Branch (Document
Control Desk). 2pp. 61216:341-61216:343.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire
Hazards Analysis Rept.

BECKHAM J T Georgia Power Co. 92/03/02. Document Control Branch (Document
Control Desk). 2pp. 60950: 1 06-60951 :088.

-9203110046 Rev 10B to El Hatch Nuclear Plant,Units 1 & 2 FSAR.
* Georgia Power Co. 92/02/29. 800pp. 60950:1 08-60951 :052.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - lOCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-

..G Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203100116 Forwards Rev 3 to Rept SIR-91-077, "IGSCC Flaw Evaluations & Welds
Overlay Activities During El Hatch Unit 1 Fall 1991 Outage," in response to NRC
920212 request.

BECKHAM J T. Georgia Power Co. 92/03/03. Document Control Branch (Document
Control Desk). 2pp. 60909:145-60909:231.

9203090374 Forwards response to NRC 901218 request for addl info re 900110 appli-
cation for amends to Licenses DPR-57 & NPF-5. changing TS to revise testing re-
quirements on emergency diesel generators.

BECKHAM.J.T. Georgia Power Co. 92/03/05. Document Control Branch (Document
Control Desk). 4pp. 60897:292-60897:306.

-9203090381 Proposed TS 3.9-1 & 3.9-4a re emergency diesel generators.
* Georgia Power Co. 92/03/05. 1 1pp. 60897:296-60897:306.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structuralmtegrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing
as part of 10-yr insp interval.per NRC 911210 safety evaluation of util inservice test

B^SlKHAM.J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document
Control Desk). 5pp. 61094:347-61094:351.

9203190413 Advises that response to Generic Ltr 89-10,Suppl 3, "Consideration of Re-
sults of NRC Sponsored Tests of MOV," acceptable.

JABBOUR.K.N. Project Directorate II-3. 92/03/13. HAIRSTON.W.G. Georgia Power
Co. 4pp. 60982:350-60982:353.10CFR50.59 Annual Rept" W/920320 Itr.
